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E.O. 11652: NA 
TAGS: ASEC 

SUBJECT: INCIDENT AT AMERIKA HAUS - FRANKFURT 

1. ON JUNE 23, 1975 AT APPROXIMATELY 1400 HOURS, ONE WINDOW 
PANE WAS BROKEN ON THE WEST SIDE OF THE AMERIKA HAUS IN 
FRANKFURT. 

2. RSO AND GERMAN POLICE RESPONDED AND ENSUING INVESTIGATION 
FAILED TO DISCLOSE ANY EVIDENCE OF A BULLET OR SHELL CASING. 
ONE OF THE FSL EMPLOYEES, ERAU WENINGER, ADVISED THAT SHE 
HEARD A NOISE AT APPROXIMATELY 1400 HOURS, AND NOTICED A 
BOY, "NOT MORE THAN TEN YEARS OF AGE," CLIMBING OEF A 
NEARBY WALL. SHE WAS ONLY ABLE TO DESCRIBE HIM AS WEARING 

A "RED PULLOVER" AND HAD NOTHING IN HIS HANDS, SINCE HE 
WAS USING THEM TO HOLD ON TO THE BRANCHES OE A TREE WHICH 
WAS LOCATED NEAR THE WALL. 

3. THERE WAS A MINIMUM AMOUNT OF SPALLING IN THE WINDOW 
AND THE SHAPE OE THE HOLE LED THE POLICE TO BELIEVE 
THAT IT WAS PROBABLY CAUSED BY A STONE OR SIMILAR 
PROJECTILE. 

4. A POLICE REPORT WAS COMPLETED AND AN INVESTIGATIN 
WILL BE INITIATED. 

5. THERE WAS NO OTHER DAMAGE AND NO ONE WAS INJURED.SULSER 
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